
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



534 



SCIENCE 



[N. S. Vol. XLII. No. 1085 



well from nearly all the higher forms of ani- 
mal life, though the hemoglobin from the 
pigeon as a rule gives a somewhat more abun- 
dant growth. It is doubtful whether the 
hemoglobin is necessary on account of its 
nutritive properties, because extremely minute 
quantities in media suffice for growth. The 
phenomenon may be, therefore, a catalytic 
one; but further study along this line is 
needed to prove this point. 

There are other points concerning these bac- 
teria which need further investigation, for 
example, the phenomenon of symbiosis above 
referred to. In this regard many bacteria oc- 
curring in the lower animals should be studied 
and we should also study and record more 
thoroughly than has been done, the properties 
of the non-pathogenic bacteria in this respect. 

This group of organisms it seems to me 
has not received as much attention as it de- 
serves by bacteriologists in general. To illus- 
strate this, I might call attention to the fact 
that in the very excellent and serviceable de- 
scriptive chart for bacteria prepared by the 
Committee on Methods of Identification of 
Bacterial Species and endorsed by the Society 
of American Bacteriologists no provision has 
been made for recording the properties which 
bacteria manifest toward blood. This not 
only applies to the group of hemophilic bac- 
teria but also to many bacteria which have 
the property of hemolyzing blood and there- 
fore commonly called hemolytic bacteria. 
Hemolysis is an important characteristic of 
certain bacteria, for example, streptococci, 
cholera vibrios, etc., and being fairly constant 
and quite readily determined by several 
methods it has come to be of real practical 
value in the identification and differentiation 
of organisms. David John Davis 

University of Illinois 



SPECIAL ARTICLES, 
ARTIFICIAL DAYLIGHT FOR THE MICROSCOPE 

An examination of the laboratories for stu- 
dents, investigators and private workers with 
the microscope in our country will show that 
a very large number can not employ daylight, 
but must depend on artificial light, although 



increasingly in biology and pathology stains of 
all shades and combinations are used to color 
the objects studied to bring out their structural 
details. 

As daylight is the form of light for which 
the human eye was developed in the course of 
its evolution, and as it is the only light which 
gives to the eye the true color values of the 
objects in nature, and the multitudes of arti- 
ficially colored objects in the industries, arts 
and sciences, naturally many efforts have been 
made to render artificial light more like day- 
light. 

The accompanying diagram shows very stri- 
kingly the difference between daylight and the 
light from a nitrogen-filled tungsten lamp. 
The lamp-light is relatively too strong in all 
the colors beyond the violet, and the difference 
becomes very great in the green and the red. 
In the other artificial lights commonly used, 
except the arc, the difference from sunlight is 
even greater. 

As can be readily seen, in order to render 
any artificial light like daylight, the values of 
the various colors of the spectrum must be like 
those of daylight; and this can be attained 
only by reducing the excess of the red, green 
and other colors in the spectrum of the arti- 
ficial light in such proportion as to make the 
energy curve of its spectrum like that of the 
sun. 

Until very recently all the efforts to make a 
light filter or screen for artificial light which 
would transmit light having daylight qualities 
by which colors could be detected and dis- 
criminated with the same certainty as in day- 
light, were unsuccessful. 

During the last two years Dr. Henry Phelps 
Gage, working in the laboratories of the Corn- 
ing Glass-works, with the facilities there 
found, has developed a glass filter which 
renders the light from a nitrogen-filled tung- 
sten lamp almost exactly like daylight. 

In his own words: 

The investigation was started with the idea that 
a very close approximation to the theoretical re- 
quirements would be necessary, and the results 
have justified the belief that the most perfect ap- 
proximations are the best. 



October 15, 1915] 
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Diagram showing the Distribution of Energy 
in the Visible Spectrum or Sunlight and of 
the Light from a Nitrogen-filled Tungsten 
Lamp; also of the lamp-light filtered through co- 
balt glass and through the daylight glass 
(G.172 CD). 

The accompanying diagram shows the dis- 
tribution of energy in the spectrum of sunlight 
and of the nitrogen-filled tungsten lamp; it 
also gives the curve of the light from the 
nitrogen-filled tungsten lamp filtered through 
cobalt glass and through the daylight glass, 
172 CD. 

The curve for the light filtered through the 
daylight glass approximates very closely to 
that for sunlight, especially between wave- 
lengths .45/t and .65/t, that is, in the region of 
the visible spectrum giving the greatest amount 
of useful light. 



While light filtered through the proper thick- 
ness of cobalt glass may look white to the eye, 
it gives even more imperfect color values than 
the unfiltered artificial light. This is intelli- 
gible from the violent irregularities of the 
curve of the light through cobalt glass, and 
especially the enormous excess in the red as 
shown in the diagram. 

Light filtered through the daylight glass has 
been very critically tested in my laboratory 
with microscopic objects stained with many- 
different dyes, and some of them with several 
dyes on the same specimen to differentiate the 
various structural details in the same organ. 
To make sure that the microscope modified in 
no way the color values, apochromatic objec- 
tives and compensation oculars were used as 
well as the achromatic objectives and Huy- 
genian oculars. 

The tests were made in the daytime by a 
window so that it was possible to turn the 
mirror from the artificial daylight to true day- 
light instantly and to determine any difference 
in appearance, if such difference existed. It 
was impossible to detect any difference in the 
colors, although tests were made with the most 
varied specimens and with a full range of ob- 
jectives, including the 1.5 mm. oil immersion. 

Not wholly trusting my own judgment, I 
secured that of colleagues in histology and 
embryology and microchemistry from our own 
and five other institutions, and their judgment 
entirely confirms my own. 

In practise it was found desirable to have 
the daylight glass finished with the ground or 
velvet surface on one or both sides, and to 
place it in the opening of an opaque screen be- 
tween the artificial light and the microscope. 
With this arrangement of the light, the effect 
is like that from a white cloud. 

As stated above, this glass filter was designed 
to give daylight qualities to the light from a 
nitrogen-filled tungsten lamp, and gives the 
most perfect and satisfactory illumination for 
the microscope with this lamp. To thoroughly 
test, the glass, the other light sources used in 
microscopic work were also tried; viz., the 
vacuum tungsten, and the carbon-filament 
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lamps, illuminating gas with welsbach mantle, 
acetylene and finally the flat-wick kerosene 
flame. None of these other sources gave ex- 
actly the same color values as daylight. How- 
ever, the approximation to daylight was sur- 
prisingly good, and the worst one, i. e., the 
kerosene flame, gave better color values than 
the best artificial light without the color 
screen. The original intensity of the carbon- 
filament lamp and the kerosene flame is not 
great enough to give the best results with the 
daylight glass. This is because much of the 
artificial light must be absorbed to render it 
like daylight. 

To the writer it seems that this glass must 
be a great boon to all those who must use the 
microscope with artificial light. As the light 
is soft like that from a white cloud, the com- 
fort to the eye is most gratifying; and of al- 
most equal importance, it gives certainty in 
distinguishing the most delicate colors and the 
various combinations of colors. It seems, fur- 
thermore, to promise great help in the textile 
and dye industries, in chemistry and in medi- 
cine, as it offers a standard daylight without 
the changes of real daylight depending on 
whether the sun is shining or whether the 
light is from the blue sky or from a cloudy 
sky. And finally it is believed from the ex- 
periences of the writer, that it will furnish 
great relief to those with sensitive eyes who 
must work by lamp-light, as it renders the 
light soft and agreeable like the most favorable 
daylight. 

Simon H. Gage 

Laboratory op Histology and Embryology, 
Cornell University 

A NEW ALFALFA LEAF-SPOT IN AMERICA 

While passing an alfalfa field in the vicin- 
ity of Manhattan, Kans., in October, 1914, the 
writer's attention was attracted by the irreg- 
ular stand, which was noticeable from the 
road. Since light frosts were rather frequent 
at the time of year, the condition of the 
alfalfa was at first thought to be due to these, 
but closer examination indicated that these 
could not be the cause. Careful investigation 
showed that a leaf -spot was prevalent on many 



of the plants, and that it was strikingly dif- 
ferent from anything with which the writer 
was familiar. 

The plants affected were not producing a 
normal amount of foliage, the stems being 
sparsely set with spotted leaves, which were 
affected with a singular leaf-spot. The dis- 
eased plants thus presented an unthrifty ap- 
pearance, and were also somewhat smaller than 
normal plants. 

Since this was discovered on the last crop 
of the season, there was a question in the 
writer's mind whether it would be confined 
mainly to the latter part of the alfalfa season, 
or would make its appearance on the earlier 
crops. In the present season a close watch was 
kept on the first crop. The disease was again 
located in the aforementioned field on April 
17, 1915, and further investigations have shown 
it in a number of fields belonging to the agri- 
cultural college. Furthermore, specimens have 
been collected in different localities within 
this state and other states. It has likewise ap- 
peared to a greater or less extent in the second 
and third crops in Kansas. 

The material collected last fall was studied 
in the laboratory this winter, and cultural and 
inoculation experiments are now under way. 
There is no question as to its pathogenicity. 
The fungus is an ascomycete, the perfect stage 
(perithecia) being found in the mature spots. 
It belongs to the genus Pleosphcerulina. The 
writer has been unable to locate any literature 
pertaining to its occurrence in America. The 
species has not been definitely determined. 
An alfalfa leaf-spot due to Pleosphcerulina 
Briosiana Pollacci has been reported by Pol- 
laeci, 1 Bubak 2 and Puttmans, 3 in Italy, Aus- 
tria and Brazil, respectively. There is soma 
doubt, however, whether the species with which 
the writer is working is Briosiana Pollacci, 

!"Spora una nuova malatta deil erba medica," 
Atti del Instituto Botanico, dell' Universita di 
Pavia, Nuova Serie, Vol. II., Serie 1901. 

2 ' ' Eine neue Krankheit der Luzerne in Oster- 
reich," Wiener Landwirtsehaftliche Zeitung, Nov. 
20, 1909, Nr. 93, s. 909. 

3 "Diseases of Cultivated Plants," Bevista 
Agricola Sao Paulo, Nos. 114-125, pp. 379-381, 
1905. 



